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si} Specifications 


Camera Type 


Image Size 
Interface 


Bit Depth 


Characteristics 
CCD Still Frame Camera 


320 x 240 pixels, standard resolution 
640 x 480 pixels, high resolution 


Geoport (Macintosh only) 
Asynchronous serial (Windows) 


24-bit color 
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Environmental 


Acoustic Noise Level < 30 dbA (maximum), standby 
< 55 dbA (maximum), operating 


Temperature 32-104° F (0-40° C) 


Humidity 20-95% (no condensation) 
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Electrical 


Power Requirements < 500 mW, standby 
< 4.5 W, operating 
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Physical 


Dimensions Height: 2.2 in. (55 mm) 
Width: 5.3 in. (135 mm) 
Depth: 6.1 in. (155 mm) 


Weight Approx. 1 Ib. (0.5 kg) 
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